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SUBJECT:MAIOR PROJECTS: MINISTRY OF HEALTH HOSPITAL PROJECT 
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ALAN MILLER, PRESIDENT OF AMERICAN MEDICORP, CONFIRMS THAT 
AT MEETING WITH PRIME MINISTER, HEALTH MINISTER AND PLAN 
MINISTER, HE WAS ORALLY INFORMED THAT FIRM WOULD RECEIVE 
CONTRACT FOR 2000 BEDS AND ASKED TO DRAFT LETTER OF INTENT. 
LETTER IS NOW UNDER STUDY BY GOI. FORMAL CONTRACT HAS NOT 
RPT NOT BEEN SIGNED BUT MILLER FORESEES NO PROBLEM. GOI 
HAD AGREED TO HIS ANNOUNCING DECISION IN WALL STREET 
JOURNAL. KISSINGER 
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